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12 September 1956 


CONTRACT APTROVAL 


Contract Yo. A-101 


Pursuant to contractor's request of August 31, 1956 (CMCC 


pec, Yo 151¥5,233) approval is hereby granted for overtime work 


gp 


in connection with Systen 3 and 4 as follows: 


of non-exempt overtine anomnting 

Covering the period Julylst through 
Septenver 36, 1956, Tt is estinated that 
thie will cover both R2D and manufacturing 
needs, 


System ) = 


Syatem 3 = 


of exempt overtime amounting te 
r premium time and 
non-exempt overtime amounti 
This covers the period duly I through 
30, 1956. 


The premium portion of applicable overtime in eonnection with 
this approval will be chargeable to overhead and will ba subject 
to the usual review and acceptance by copnizant local Sovernnent 
representatives. This approval refers to the necessity for incurring 
such overhead costa in connection with work under Contract No. delgl 
and certifies to euch necessity. 
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